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THE SECTIONS 

NEW YORK 

The first 1915-16 meeting of the New York Section was held at 
the Manhattan Hotel, October 20, 1915, Mr. Robert E. Milligan 
presiding. Eighty members and guests were registered. Luncheon 
was served, after which Mr. Carl P. Birkenbine read a paper "Vari- 
ations in Precipitation as Affecting Water Works Engineering," 
illustrated by lantern slides. The paper was discussed by Messrs. 
A. J. Provost (using lantern slides), John C. Trautwine, Jr., Wil- 
liam W. Brush, Sidney K. Clapp and Francis F. Longley. Mr. J. 
Waldo Smith presented some lantern slides of the Los Angeles 
Aqueduct, accompanying them with a running talk. 

The New York Section will have two more meetings during the 
winter 1915-16, the third Wednesdays in December (15th) and 
February (16th). 

ILLINOIS 

The fall meeting of the Illinois Section was held at Hotel Sher- 
man, Chicago, October 19, 1915. Luncheon was served at the Col- 
lege Inn, after which automobiles, furnished by the Chicago members 
of the Section, and representatives of supply houses, took the mem- 
bers to the new Municipal pier, the Lakeview pumping station, the 
Wilson Avenue tunnel on the lake front, the site of the new pumping 
station at Mayfair, and the new Municipal shops. Dinner was 
served at the Hotel Sherman, after which the following papers, 
illustrated by lantern slides, were presented : 

"Design and Construction of the New City Intake," by Mr. 
John Ericson; "Water Softening Practice," by Mr. Samuel A. 
Greeley. 

Mr. W. J. Spaulding also presented a paper " Saving by Preventing 
Water Waste." 

A letter was received from the American Society of Civil Engineers, 
asking for the cooperation of the Section in bringing about unity of 
action where the advancement of engineers interested may be jointly 
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undertaken. The chairman was authorized to appoint a committee 
to investigate and report. 

The next meeting will be held, jointly with the Illinois Society of 
Engineers and Surveyors, at the University of Illinois, Urbana, Jan- 
uary 25 to 27, 1916. Papers of special interest to water works men 
will be given on January 25, and the business of the section will be 
transacted on that date. On the 26th and 27th joint sessions will 
be held. All members of the American Water Works Association 
are invited to attend. 

CENTRAL STATES 

The first meeting of the Central States Section was held at the 
Chittenden Hotel, Columbus, Ohio, October 20 and 21, 1915. 
Papers were read as follows: 

"Sources of Water Pollution," by Mr. John W. Hill; "The Devel- 
opment of Rapid Sand Filters in Ohio," by Mr. Phillip Burgess, 
and a paper by Mr. McCullom (title not reported). 

The following officers of the section were elected : 

Chairman, Mr. Jerry O'Shaughnessy, Columbus, Ohio. 

Vice-Chairman, Mr. Elroy Tobias, Hastings, Mich. 

Treasurer, Mr. A. W. Inman, Massillon, Ohio. 

Directors, Mr. C. W. Wiles, Delaware, Ohio; Mr. Charles Londick, 
Three Rivers, Mich.; Mr. H. H. Frost, Akron, Ohio. 

lOWA 

A meeting of the Iowa Section has been called for December 3 and 
4, 1915, but no program or particulars have been received. At this 
meeting the organization of this Section will be perfected and offi- 
cers elected. 

PHILADELPHIA 

Members of the Association residing in Eastern Pennsylvania, 
New Jersey south of and including Trenton, Delaware and Mary- 
land, have petitioned for the formation of a section, and the Execu- 
tive Committee has granted the request. No meeting has as yet 
been held for organization. 



OFFICERS 1915-1916 

President 
Nicholas S. Hill, Jr., Consulting Engineer, 100 William St., New York, N. Y. 

Vice-President 
Leonard Metcalf, Consulting Engineer, 14 Beacon St., Boston, Mass. 

Treasurer 
James M. Caird, Chemist and Bacteriologist, 271 River Street, Troy, N. Y. 

Secretary-Editor 
John M. Diven, Superintendent of Water Works, Troy, N. Y. 

Triislees 

Term Expiring 1916 

Theodore A. Leisen, General Superintendent, Board of Water Commissioners, 

Detroit, Mich. 
Charles R. Henderson, Manager Water Works, Davenport, la. 
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Allen Hazen, Civil Engineer, 42nd St. Building, New York, N. Y. 
Allan W. Cuddeback, Engineer and Superintendent Passaic Water Company, 
Paterson, N. J. 
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Carleton E. Davis, Chief of Bureau of Water, Philadelphia, Pa. 
C. H. Rust, City Engineer and Water Commissioner, Victoria, B. C. 

Executive Committee 
NICHOLAS S. HILL, JR., President 
GEORGE G. EARL CARLETON E. DAVIS 

ROBERT J. THOMAS JAMES M. CAIRD 

H. E. KEELER LEONARD METCALF 
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CHARLES R. HENDERSON ALLEN HAZEN 
ALLAN W. CUDDEBACK C. H. RUST 

Honorary Vice-Presidents 
J. Waldo Smith, President New York Section, Chief Engineer Board Water 

Supply, Municipal Building, New York, N. Y. 
W. J. Spaulding, President Illinois Section, Commissioner of Public Property, 

Springfield, 111. 
Jerry O'Shaughnesst, Chairman Central States Section, Superintendent 

Department of Water, Columbus, Ohio. 
Wilson F. Monfort, President Chemical and Bacteriological Section, 506 

N. Vandeventer Ave., St. Louis, Mo. 
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STANDING AND SPECIAL COMMITTEES 1915-1916 



FINANCE 

H. E. Keeleb, Chairman, President Rogers Park Water Company, 633 The 

Rookery, Chicago, 111. 
Howard A. Dill, Superintendent Water Works, Richmond, Ind. 
Henry B. Morgan, Manager Water Works Company, Peoria, III. 

PUBLICATION 

John W. Alvord, Chairman, Consulting Engineer, 1417 Hartford BIdg., 

Chicago, 111. 
Dabney H. Maury, Consulting Engineer, 1137 Monadnock Block, Chicago, 111. 
Edward Bartow, Director State Water Survey, Urbana, 111. 
H. E. Keeler, President Rogers Park Water Co., 633 The Rookery, Chicago, 

111. 
John M. Diven, Editor, 47 State Street, Troy, N. Y. 

MEMBERSHIP 

William R. Youno, Chairman, Registrar Water Department, Minneapolis, 

Minn. 
James H. Caldwell, Civil Engineer, Troy, N. Y. 
Morris R. Sherrerd, Chief Engineer Street and Water Commission, Newark, 

N.J. 

nominating 

John Caulpield, Chairman, 412 Ashland Avenue, St. Paul, Minn. 

Morris R. Sherrerd, Chief Engineer Street and Water Commission, City 

Hall, Newark, N. J. 
Robert J. Thomas, Superintendent Water Works, Lowell, Mass. 
M. L. Worrell, General Manager Water Works, Meridian, Miss. 
H. Hymmen, Superintendent Water Works, Berlin, Ont., Canada. 

electrolysis 

Albert F. Ganz, Chairman, Professor Electrical Engineering, Stevens Insti- 
tute of Technology, Hoboken, N. J. 

Charles R. Henderson, Manager Water Works, Davenport, Iowa. 

Daniel D. Jackson, Sanitary Expert, Engineers Building, Columbia Univer- 
sity, New York, N. Y. 

E. E. Minor, Superintendent Water Company, New Haven, Conn. 

Robert A. Jackson, Superintendent Insurance and Water Company, Norris- 
town, Pa. 

revision op standard specifications por cast iron pipe and specials 

John H. Gregory, Chairman, Consulting Engineer, 170 Broadway, New York, 
N. Y. 

W. H. Randall, Superintendent of Maintenance, Water Department, To- 
ronto, Ont. 
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Walter Wood, President Millville Water Company, 400 Chestnut Street, 
Philadelphia, Pa. 

Frank A. Barbour, Hydraulic and Sanitary Engineer, 1120 Tremont Build- 
ing, Boston, Mass. 

Edward E. Wall, Water Commissioner, St. Louis, Mo. 

standard specifications for wrought ikon pipe 

A. A. Reimer, Chairman, Engineer Water Department, East Orange, N. J. 
Robert Spurr Weston, Consulting Sanitary Engineer, 14 Beacon Street, 

Boston, Mass. 
George C. Whipple, Consulting Engineer, Harvard University, Cambridge, 

Mass. 
Frank E. Hale, Chemist, Mt. Prospect Laboratory, Department of Water 

Supply, Gas and Electricity, Brooklyn, N. Y. 
Lewis I. Birdsall, Superintendent of Filtration, Minneapolis, Minn. 

depreciation 

Leonard Metcalf, Chairman, Consulting Engineer, 14 Beacon Street, Bos- 
ton, Mass. 

John W. Alvord, Consulting Engineer, 1417 Hartford Building, Chicago, 111. 

Daniel W. Mead, Professor Hydraulic Engineering, University of Wiscon- 
sin, Madison, Wis. 

C. B. Salmon, Public Utility Broker, Beloit, Wis. 

Wynkoop Kiebsted, Consulting Engineer, 640 Midlands Building, Kansas 
City, Mo. 

J. N. Hazelhurst, Consulting Engineer, 1123 Hurt Building, Atlanta, Ga. 

W. F. Wilcox, Central Water Works, Ensley, Ala. 

prevention op stream and lake pollution 

Theodore A. Leisen, Chairman, General Superintendent Board of Water 

Commissioners, Detroit, Mich. 
Paul Hansen, Chief Engineer State Board of Health, Urbana, 111. 
William C. Lounsbury, General Superintendent Filtration Plant, Superior, 

Wis. 
M. N. Baker, Vice President New Jersey State Board of Health, Editor 

Engineering News, New York, N. Y. 
C.A.Emerson, Jr., Assistant Chief Engineer, State Department of Health, 

Harrisburg, Pa. 

standard specifications fob hydrants and valves 

B. C. Little, Chairman, Superintendent Water Works, Rochester, N. Y. 
Morris R. Sherrerd, Chief Engineer, Street and Water Commission, Newark, 

N. J. 
James H. Caldwell, Civil Engineer, Troy, N. Y. 
J. M. DivEN, Superintendent Water Works, Troy, N. Y. 
Dennis F. O'Brien, President A. P. Smith Manufacturing Company, East 

Orange, N. J. 
W. R. Conakd, Civil Engineer, Burlington, N. J. 
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WATER CONSUMPTION 

Edward S. Cole, Chairman, Hydraulic Engineer, 25 Elm Street, New York, 

N. Y. 
J. N. Chester, Hydraulic and Mechanical Engineer, Union Bank Building, 

Pittsburgh, Pa. 
W. S. Cramer, Civil Engineer, Water Department, Lexington, Ky. 
William W. Brush, Deputy Chief Engineer, Department of Water Supply, 

Gas and Electricity, Municipal Building, New York, N. Y. 
John H. Dunlap, Assistant Professor Hydraulic and Sanitary Engineering, 

University of Iowa, Iowa City, Iowa. 

standard fittings for water meters 

Chester R. McFarland, Chairman, Secretary and Superintendent of Water 
Works, Tampa, Fla. 

Edward L. Peene, Superintendent Water Works, Yonkers, N. Y. 

Harry A. Lord, Superintendent of Water Works, Ogdensburg, N. Y. 

Howard M. Ely, Superintendent of Water Company, Danville, 111. 

J. A. TiLDEN, Mechanical Engineer, Hersey Manufacturing Company, Bos- 
ton, Mass. 

PLUMBING CODE AND CONTROL OF PLUMBERS 

Scotland G. Highland, Chairman, Secretary and Superintendent of Water 
Works, Clarksburg, W. Va. 

William I. Klein, Resident Engineer New York Continental Jewell Filtra- 
tion Company, 313 East 10th Street, Kansas City, Mo. 

William McCarthy, Superintendent Water Works, Bluefields, W. Va. 

James R. McClintock, Hydraulic and Sanitary Engineer, 170 Broadway, 
New York, N. Y. 

mechanical analysis of SAND 

Phillip Burgess, Chairman, Hydraulic Engineer, 828 Columbus Savings 

and Trust Building, Columbus, Ohio. 
George W. Fuller, Consulting Engineer, 170 Broadway, New York, N. Y. 
Edgar M. Hoopes, Jr., Civil Engineer, Chief Engineer Water Department, 

Wilmington, Del. 

city planning 

Ernest P. Goodrich, Chairman, Consulting Engineer, Chairman Executive 

Committee, Conference on City Planning, 35 Nassau Street, New York, 

N. Y. 
Samuel R. Hatch, Engineer State Public Utility Commission, 8 Wenzell 

Apartments, Madison, Wis. 
J. Walter Ackerman, Superintendent Water Board, Auburn, N. Y. 
James W. Armstrong, Civil Engineer, Engineer Filtration Division, Lake 

Montebello, Hillen Road, Baltimore, Md. 
Charles B. Burdick, Hydraulic and Sanitary Engineer, 1417 Hartford 

Building, Chicago, 111. 
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